Brief comment text:

The frequency range in question is widely used for wireless sensors used to monitor critical infrastructure, including telecommunications, pharmaceuticals, manufacturing, and refineries. For example, see "Monnit". Significant changes in this band could interrupt the nation's ability to safely and reliably maintain equipment in many critical industries. Changing the band that existing sensors operate on would not only impact the range and reliability of monitoring, but would almost certainly result in some systems being unmonitored entirely. 

The potential benefits of this proposal do not come close to outweighing the potential costs. I would suggest rejecting this proposal with prejudice. 
